Christie 
RGB laser projection 
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Unprecedented brightness, 
color and image quality 
and impressive spectacles imaginable. Content creators, 


RGB laser sets the stage for the next generation 

of large-scale visual experiences. Based on Christie® designers and directors have the ability to marvel audiences 
Freedom”™ illumination, a scalable laser light source and like never before. 

featuring a fiber-coupled projection head, Christie RGB 
laser systems are engineered to produce unprecedented 


levels of brightness, color and image quality. 


Designed and built in our world-class, North American 
engineering and manufacturing facility and backed by over 


85 years of industry-leading expertise, Christie RGB laser 
systems represent the most advanced architecture available 


Giant screens, 3D cinema, theme parks, projection mapping 
in this new and emerging illumination platform. 


and other colossal productions can now be scaled-up to 
previously unattainable levels, enabling the most memorable 


CHAISTIE 


Christie 


3P laser system 


Producing the highest-brightness levels of any single-head 
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projection system, the Christie® 3-Primary (3P) RGB laser projector 
represents the pinnacle of laser projection design. The Christie 
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3P system is ideal for giant cinema screens, projection mapping, 


rental staging, large scale spectacles and any application 


where high-brightness and reliability are paramount. 


Christie Freedom laser illumination 


The Christie Freedom laser illumination platform 
consists of rack-mounted laser modules. Each laser 
module contains the individual red, green and 
blue laser diodes, which are combined to produce 
up to 5,000 lumens of white light per module. 
Because of the scalability of this platform, up to 

12 laser modules can be easily added, removed, 
activated or disabled depending on the brightness 
requirements. This provides up to 60,000 lumens 
per rack. Shorter racks with a capacity of seven 
laser modules, or up to 35,000 lumens, are also 


available. Each laser module is also independently 
cooled, providing built-in fault protection, 


improved efficiency and ultimate reliability. 


Fiber optic link Wide color gamut 

The patented fiber optic link connects the laser The wide color gamut produced by Christie 
module rack with the projection head. Available in RGB laser projection systems significantly 
various lengths from 5m (16 ft) to 20m (65 ft), the exceeds the DCI P3 specification and is the 
fiber link allows the laser rack to be installed away first commercially-available display system 
from the projection head improving installation, that replicates the Rec. 2020 color space. This 
HVAC and noise management, and maintenance. enhanced pallet of colors enables new creative 


possibilities and natural color reproduction. 


Christie 


6P laser system 


Developed for 3D applications, Christie 6-Primary (6P) RGB 
laser systems employ two projection heads and two sets of RGB 


laser primaries - one for the left eye, and one with slightly offset 


wavelengths for the right eye. Reusable glasses then filter out 
the different wavelengths and direct the light to the eye it was 
intended for. 3D content feels natural, is brighter and achieves 
DCI brightness and color compliance for both eyes. The Christie 
6P system offers premium large-format theaters, 3D domes, 


visualization and immersive theme park rides, brightness and color 
levels that have never been achievable using other technology. 


Natural 3D viewing 


Featuring a dual-head architecture, the Christie 6P system Scalable light source 
delivers bright, colorful and natural 3D viewing. Unlike a Up to 60,000 lumens 
single-head projector that is required to sequentially flash 
left and right images, the Christie 6P delivers both left and 
right eye images simultaneously to both eyes. This allows 
the Christie 6P to achieve 14 fL of light onscreen in 3D 
while also reducing viewing discomforts such as nausea, Long operational, robust light source 
headaches and eye strain that some people experience 30,000 hours to 80% brightness 
when watching 3D content. 


Impeccable visuals 
AK, 120hz, high frame rate, 
high contrast and wide color gamut 


High-brightness, natural 3D 
14 fL and DCl-specified color in 3D on 


5: fis giant screens without any viewing discomforts 
Projection heads 


, , . ; Built-in redundancies for improved reliability 
Housing the 3DLP® chip optical path, lenses and electronics, cares shee 
er i Multiple light modules with independent 
the projection head for the our RGB laser projection systems 


cooling systems 


are available in three models. Each head is designed for 


specific requirements and applications. 


Christie Solaria CP42LH Christie DAKLH60 Christie Mirage 4KLH 
- DCl-specified - Christie TruLife™ electronics - Christie TruLife electronics 
- 4K, high frame rate - 4K, 60Hz 3D performance - 4K, 120Hz 3D performance 
+ Optimal performance « Christie Twist™ warping, - Christie Twist warping, 

on low-gain white screen blending and scaling blending and scaling 
- 3D compatible with - 24/7 use capability - 24/7 use capability 


polarization system 


85 years of industry-leading experience 


Christie® has been helping customers create the best shared 


experiences by offering a full range of leading-edge products, 


services and technologies. Christie's focus on engineering 


and innovation has placed us at the forefront of projection 


technology. With our RGB laser projection systems, we continue 


to raise the bar for visual spectacles around the world. 


Choosing Christie gives you access to 85 years of industry- 


leading expertise in creating and sharing the most impressive 


visual installations and applications. Working alongside an 


extensive network of partners and dealers, Christie can tailor 


an RGB laser projection solution to meet your needs. 


Corporate offices 


Christie Digital Systems USA, Inc. 
Cypress 
ph: 714 236 8610 


Christie Digital Systems Canada Inc. 
Kitchener 
ph: 519 744 8005 


ndependent sales 
consultant offices 


italy 
ph: +39 (0) 2 9902 1161 
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ISO 9001 
ISO 14001 


Kitchener, Ontario 


For the most current specification information, please visit www.christiedigital.com 

Copyright 2016 Christie Digital Systems USA, Inc. All rights reserved. All brand names and product names are trademarks, registered trademarks 
or tradenames of their respective holders. Christie Digital Systems Canada Inc.'s management system is registered to ISO 9001 and ISO 14001. 
Performance specifications are typical. Due to constant research, specifications are subject to change without notice. 


Worldwide offices 


Australia 
ph: +61 (0) 7 3624 4888 


Brazil 
ph: +55 (11) 2548 4753 


China (Beijing) 
ph: +86 10 6561 0240 


China (Shanghai) 
ph: +86 21 6278 7708 


France 
ph: +33 (0) 1 41 21 44 04 


Germany 
ph: +49 2161 664540 


Printed in Canada on recycled paper. 4398 Nov 16 


ndia 
ph: +91 (080) 6708 9999 


Japan (Tokyo) 
ph: 81 3 3599 7481 


Korea (Seoul) 
ph: +82 2 702 1601 


Mexico 
ph: +52 55 4744 1790 


Republic of South Africa 
ph: +27 11 251 0000 


Russian Federation 
Eastern Europe 
ph: +36 (0) 1 47 48 100 


Singapore 
ph: +65 6877 8737 


Spain 
ph: +34 91 633 9990 


United Arab Emirates 
ph: +971 4 3206688 


United Kingdom 
ph: +44 (0) 118 977 8000 


United States (Arizona) 
ph: 602 943 5700 


United States (New York) 
ph: 646 779 2014 
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